Zhejiang Tianlong Capsule Co.,Ltd 


Zhejiang Tianlong Capsule Co., Ltd. was founded in 1987 and is a professional 
manufacturer of hollow capsules in China. it is about 100 km far from Ningbo port and 300 


km far from Shanghai port. 


At present, the company has two capsule production factories and 46 hollow capsule 
production lines installed. The plant area is strictly planned and designed according to the 
CGMP standard. The layout is scientific and reasonable. It has passed ISO9001 quality 


management system certification and is registered with the FDA in the United States. 


1. CUSTOMIZED COLOR RED EMPTY HARD GELATIN CAPSULES 





Gelatin empty capsule 


(Materials / gelatin, our company only uses bovine bone gelatin. 

Function / rapid dissolution, can quickly disintegrate in the stomach, is conducive to the 
rapid release of the contents. 

Advantage / Relatively low cost, mature technology, good stability, is the current 
mainstream product of capsule dosage form. ) 


2.SIZE 00,0,1,2,3,4 HPMC COLORFUL SEPARATED EMPTY CAPSULE 





HPMC capsule 

Material / Hypromellose 

Function / The stomach dissolves, disintegrates, dissolves and absorbs rapidly in the 
stomach. 

Advantages / Low moisture content, no fragility, suitable for moisture-sensitive or 
hygroscopic content, such as plant source content. Suitable for all people. 


Contact Details 


Zhejiang Tianlong Capsule Co.,Ltd. 
Address: Ru’ao, Xinchang, Zhejiang 

Mobile: +86 13600630777 

Tel: +86-0575-86780330 

Fax: +86-0575-86060447 

Website: www.tlin.com; www.tlcapsules.com 


E-mail: tlcaps@tilcapsule.com 


